scanner-luis-malla@archive.org,open D:\Images\_incoming\compiledservicer0680unix\compiledservicer0680unix.idf,8/9/2010 3:47:59 PM
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scanner-tina-afoa@archive.org,exit,8/9/2010 4:54:27 PM
unknown (batch),open D:\Images\compiledservicer0680unix\compiledservicer0680unix.qpf,8/9/2010 8:38:18 PM
unknown (batch),processing started,8/9/2010 8:38:20 PM
unknown (batch),processing stopped,8/9/2010 9:20:49 PM
unknown (batch),close D:\Images\compiledservicer0680unix\compiledservicer0680unix.qpf,8/9/2010 9:20:49 PM
